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KRltATUM IN No. 141. 

In the article in the Occasional Notes, “Lines of Communication iu 
Modern Wav,** by Major N. Waiford, It.A., which appeared in the 
last number of the Journal, the word il daily/’ in the 17th line, p. 841. 
should he omitted. 



